AMENDMENT NO. 1 JULY 2017 
TO 
IS 14429 : 1997 BRAILLE SHORTHAND MACHINE — 
SPECIFICATION 


(Page 1, clause 2.1) — Substitute the following for the existing: 


‘2.1 The following Indian Standards are necessary adjuncts to this standard: 
IS No. Title 


737 : 2008 Wrought aluminium and aluminium alloy sheet and 
strip for general engineering purposes — 
Specification (fourth revision) 


11279 : 1985 Braille slate’ 
(Page 1, clause 3.1) — Substitute the following for the existing clause: 


‘3.1 The structure of the shorthand machine shall be fabricated of aluminium 
sheets conforming to Designation 64430 of IS 737.’ 


(Page 1, clause 3.2) — Substitute the following for the existing clause: 


‘3.2 The material of the paper roll shall be as agreed between the 
manufacturers and purchaser.’ 


(Page 1, clause 6.9) — Substitute the following for the existing clause: 


‘6.9 The weight of the machine along with the cover shall be 4 kg, Max and 
without the cover 2.5 kg, Max.’ 
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